Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES. HANCHETT] 

Sent: 9/14/2012 10:13:59 AM 

To: 'Cronin, John (POL)’ [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=EXCHANGE ADMINISTRATIVE GROUP 

(FYDIBOHF23SPDLT)/CN=RECI PI ENTS/CN=JOHN.CRON INCOB] 

Subject: RE: case load for Amherst 

Hi John, 

Here is the last 4 calendar years. Do you want how many Boston samples we analyzed? 


Calendar Year 


Cases Analyzed 

2008 

4418 

4159 

2009 

2752 

2910 

2010 

2763 

2687 

2011 

2748 

2677 


Ji m Hanchett 

Department of State Police 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fa x 413-545-2608 


From: Cronin, John (POL) 

Sent: Thursday, September 13, 2012 4:49 PM 
To: Hanchett, James (DPH) 

Subject: case load for Amherst 

Hi Jim - what is the annual caseload for your Lab? 

john.cronin2@massmaiistate.ma. us 


John Cronin 

Director of Administrative Services 

Massachusetts State Police Forensic Technology Center 

124 Acton Street Maynard, MA 01754 

Office If 978-451-3330 

Fax # 978-451-3331 


Folk OIG PRR 099763 




















Folk OIG PRR 099764 



